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9203130121 Forwards Level II schedule for Phase II activities for resumption of waste
tank farm processing to be issued on weekly basis.

YEAZEL.JA Energy, Dept. of. 92/03/02. MCINTOSH.T.W. Energy, Dept. of. 5pp.
60979:353-60979:357.                                                                           y V            W

9203160115 Discusses future decision making process & existing obligations at West
Valley & effects on low-level radwaste siting by State of NY.

VAUGHAN.R.C. Coalition on West Valley Nuclear Wastes. 92/03/08. COMFORT.G C
NRC - No Detailed Affiliation Given. 5pp. 60968:357-60968:361.

9203170225 Forwards draft commission paper covering NRC evaluation of simplified
BWR test program.Paper was forwarded to ACRS.

MCCREE.V.M. Standardization Project Directorate (Post 901216). 92/03/10.
MARRIOTT.P.W. General Electric Co. 3pp. 60961:035-60961:059.

9203170336 Requests addl simplified boiling water reactor design info.
MCCREE.V.M.    Standardization    Project    Directorate   (Post   901216).   92/03/09.
MARRIOTT.P.W. General Electric Co. 4pp. 60961:071-60961:074.

9203170340 Forwards correction to 920130 meeting summary of senior mgt meeting re
technical issues for evolutionary & passive advanced LWRs due to administrative
error.

KENYON.TJ. Standardization Project Directorate (Post 901216). 92/03/09.
KINTER.E.E. General Public Utilities Corp. - GPU Service Corp. 2pp. 60971:001-
60971:007.

-9203180380 Errata to summary of senior mgt meeting on 920130 re technical issues
for evolutionary & passive advanced light water reactors due to administrative error.
KENYON.T.J. Standardization Project Directorate (Post 901216), 92/03/09. Standardi-
zation Project Directorate (Post 901216). 5pp. 60971:003-60971:007.

9203170371 Notification of 920320 meeting w/EPRI in Rockville.MD to discuss EPRI
white paper re development of reliability- based Tech Specs for plant designs that
employ passive safety sys.

KENYON.TJ. Standardization Project Directorate (Post 901216). 92/03/09.
PIERSON.R.C. Standardization Project Directorate (Post 901216). 4pp. 60963:352-
60963:355.

9203190350 Notification of 920317-18 meetings w/Westinghouse in Monroeville.PA to
discuss AP600 containment design & testing program.Proposed meeting agenda encl.
HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/03/12.
MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 4pp.
60981:356-60981:359.

9203190456  Advises that begining wk of 920309,author will be sending EPRI require-
ments document draft SER chapters to recipient for review & concurrence.
CRUTCHFIELD.D. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/
03/10. MALSCH.M.G.  Deputy General Counsel for Licensing & Regulation (Post
890423). 1p. 60972:284-60972:284.

9203190457 Summary of 911217-20 meeting w/DOE re modular high temp gas- cooled
reactor.Attendance list.NRC list of subjs.agenda for meetings & list of questions from
meeting encl.

DONOHEW.J.N. Division of Advanced Reactors & Special Projects (Post 901216). 92/
03/10. Division of Advanced Reactors & Special Projects (Post 901216). 20pp.
60972:264-60972:283.

9203200323 Forwards final draft re advanced LWR position paper for passive plant sys
classification & requirements.

TROTTER.J.D. Electric Power Research Institute. 92/03/10. KENYON.T. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 34pp. 61108:206-61108:239.

9203230086 Forwards slides from Westinghouse/NRC 920122-23 meeting on AP600
SSAR Chapter 1 S.SIides withheld (ref 10CFR9.17(a)(4)).

LIPARULO.NJ. Westinghouse Electric Corp. ET-NRC-92-3657. 92/03/12. MURLEY
Document Control Branch (Document Control Desk). 1p. 61062:179-61062:179.

9203230321 Forwards minor changes to Vol II of util requirements document.per con-
tinuing discussions w/NRC.

BOCKHOLD.G. ALWR Utility Steering Committee. BOCKHOLD.G. Electric Power Re-
search Institute. 92/03/19. WILSON.J.H. NRC - No Detailed Affiliation Given. 56pp.
61104:146-61104:191.

9203240082 Forwards nonproprietary Revs 1 to WCAP-13203 & proprietary WCAP-
13202, "AP600 Plant Description Document." Proprietary rept withheld (ref
10CFR9.17(a)(4)).

LIPARULO.NJ. Westinghouse Electric Corp. ET-NRC-92-3677. 92/03/13. MURLEY.T.
Document Control Branch (Document Control Desk). 3pp. 61183:121-61184:202.

-9203240088 Requests that Rev 1 to WCAP-13202, "AP600 Plant Description Docu-
ment," be withheld from public disclosure.per 10CFR2.790.

LIPARULO.NJ. Westinghouse Electric Corp. AW-92-284. 92/03/13. MURLEY.T. Doc-
ument Control Branch (Document Control Desk). 9pp. 61183:124-61183:132.

-9203240091 WCAP-13203 R01 Nonproprietary Rev 1 to "AP600 Plant Description
Document."
* Westinghouse Electric Corp. 92/01/31. 250pp. 61183:133-61184:202.

9203240176 Rev 1 to Emergency Implementation Procedure EIP-29, "HAZMAT Team
Augmentation/Call List"

LINDBERG.B.E., SCHIFFHAUER.C. West Valley Nuclear Services Co., Inc. 92/03/13.
19pp. 61082:328-61082:339.

9203240269 Forwards comments re criticaiity safety concerns of VSC-24 sys,per
920212-13 telcons w/Pacific Sierra Nuclear Associates.

LEU.K.C. Source Containment & Devices Branch (Post 911213). 92/03/11.
HAUGHNEY.CJ. Source Containment & Devices Branch (Post 911213). 3pp.
61094:338-61094:340.

9203240333 Advises that there were no changes.tests or experiments made to ISFSI
during period beginning 910322,per 10CFR72.48.

CHAMBERS.R.H. Carolina Power & Light Co. RNPD/92-0745. 92/03/18. Region 2
(Post 820201). 1p. 61094:346-61094:346.

9203240386 Summary of 920310 meeting w/Westinghouse in Rockville.MD re coopera-
tive AP600 testing program.List of attendees encl.

HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/03/19.
Standardization Project Directorate (Post 901216). 4pp. 61068:173-61068:176.

9203250197 Responds to 920227 Itr requesting key dates on Advanced Liquid Metal
Reactor (ALMR) program.Schedule provided for demonstration that ALMR has com-
mercial potential by 2010.

ROSEN.S. Energy, Dept. of. 92/03/12. DYER.J.E. Advanced Reactors Project Direc-
torate (Post 901216). 2pp. 61099:064-61099:065.

9203250200 Responds to 920227 Itr advising that NRC reassessing review priorities in
connection w/advanced reactor reviews.

SHIFLETT.D.R. AECL Technologies. 92/03/18. DYER.J.E. Advanced Reactors Project
Directorate (Post 901216). 2pp. 61099:066-61099:067.

9203260116 Requests that proposed rev to topical SAR for CASTOR V/21 spent fuel
storage cask be withheld (ref 10CFR2.790),per 910531 affidavit.
PAQUIN.P.L General Nuclear Systems,  Inc. 611-0196-92. 92/03/16. STURZ.F.C.
Source Containment & Devices Branch (Post 911213). pp. 61128:012-61128:013.

9203270112 Forwards response to NRC 911217 request for addl info on PIUS reactor

KENNEDY.E.H. Combustion Engineering. Inc. KENNEDY.E.H. ASEA Brown Boveri,
Inc. FIN L-18451. LD-92-039. 92/03/16. SCALETTI.D.C. Advanced Reactors Project
Directorate (Post 901216). 26pp. 61173:256-61174:032.

-9203270123 OSC-RZ 89-6036 "PIUS 600-Preliminary Rept on Mode Shapes & Natural
Frequencies of Internals."

*   Combustion   Engineering,   Inc.   *   ASEA  Brown  Boveri,   Inc.  89/09/28.  27pp.
61173:282-61173:309.

-9203270127 OSC-RZ 89-6042 "PIUS 600-Preliminary Rept on Stresses in Internals
due to Response Spectrum for Hard Site."

*  Combustion Engineering, Inc. FIN L-18451. 89/10/24. 27pp. 61173:310-61173:336.

-9203270130 OSC-RZ 89-6019 "PIUS 600-External Steam Generators;Stress Analysis
of Anchor Flange for Steel Extension."

*  Combustion Engineering, Inc. * ASEA Brown Boveri, Inc. FIN L-18451. 89/04/13.
56pp. 61173:337-61174:032.

9203270205 Forwards fully executed RCRA 3008(h) Consent Order which becomes ef-
fective 920315.W/one oversize drawing.

PROVENCHER.R.B. Energy, Dept. of, Idaho Operations Office. 92/03/18.
POULSON.W.G., SZALINSKI.SJ. West Valley Nuclear Services Co., Inc. 123pp.
61253:124-61253:261.

9203270271 Advises that independent experimental investigation into simplified BWR
safety performance warranted.in response to 910506 submittal of preliminary design
description.

MCCREE.V.M. Standardization Project Directorate (Post 901216). 92/03/24.
MARRIOTT.P.W. General Electric Co. 3pp. 61108:251-61108:253.

9203300190 Request that licensee provide revised application for withholding limited to
only info considered proprietary.per 920309 request concerning, "Proposed Coopera-
tive W/NRC AP600 1ST Program."

CRUTCHFIELD.D. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/
03/25, LIPARULO.NJ. Westinghouse Electric Corp. 2pp. 61121:122-61121:123.

9203300378 Forwards position paper for passive plant sys classification & requirements
including ends on reliability assurance & Tech Specs.per NRC 920227 Itr,
KINTNER.EE. ALWR Utility Steering Committee. 92/03/19. Document Control Branch
(Document Control Desk). 34pp. 61169:233-61169:266.

9203310050 Summary of 920319 meeting w/Westinghouse in Monroeville.PA to discuss
safety related valves to be used in AP600 design.

HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/03/19.
Standardization Project Directorate (Post 901216). 96pp. 61194:136-61194:231.

PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE

9203020015 Responds to nonconformances noted in insp re Part 21 rept filed by
util.Corrective actions:training session conducted & documented re requirements of
Rev 6 to QCP-22 covering notifications from util customers.

SEGAN.R.D. Limitorque Corp. 91/06/06. SNODDERLY.M. NRC - No Detailed Affili-
ation Given. 4pp. 60767:234-60767:245.

9203030123   Forwards   Rev   1   to   Part   21   rept,dtd   920204,re  Generators   EMD
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users.
MITCHELUM.V. MKW Power Systems. Inc. 92/02/05. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1p. 60804:346-60805:005.

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C
generator.Rev adds Oyster Creek plant to list of affected users.

*  MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp.
60804:347-60804:349.

-9203030230 Part 21 rept re potentially reportable defect re rotor pole mounting bolt
torque on EMD A20C generator.Data from site insps currently being evaluated.Ltrs
from affected utils encl.

MITCHELL.M.V. MKW Power Systems, Inc. 91/12/13. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 3pp. 60804:350-60805:005.

9203030180 Part 21 rept re swing arms for Borg Warner check valves. Initially reported
on 920114. Lack of interchangeability led to reinstallation of old swing arm (number
72543) & backflow test on valve (model 75510).

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). PT21R-92-001. 92/02/28. Doc-
ument Control Branch (Document Control Desk). 6pp. 60802:089-60802:094.

9203040219 Part 21 rept re tolerance buildup on GE F Frame Molded Case Circuit
breakers w/shunt trip & undervoltage release accessories which could inhibit trip
feature.Affected BWR plants to be notified.

STRAMBACK.G.B. General Electric Co. MFN 049-92. 92/02/28. Document Control
Branch (Document Control Desk). 9pp. 60813:145-60813:153.

9203090201 Conveys util understanding of recent change in 10CFR21 which confirms
that duplicate evaluation & reporting of events unnecessary. Util will not be conducting
further evaluation of loss of control power noted during Millstone Unit 3 insp.
OPEKAJ.F. Connecticut Yankee Atomic Power Co. B14047. 92/03/03. Document
Control Branch (Document Control Desk). 2pp. 60862:216-60862:217.0-18,petitions will
